Narrative                                                                                        Module 5-1

Lesson Topic 5-1-2

Contained within Section III of the HIM is a table entitled Functional
Check-Major Test Point Waveforms (table 3-8) . This table provides the
major test points in numerical order, the reference designator location
and the voltage/waveform normally observed for each test point used in the
functional check. Refer to major test point ^jf^ on table 3-8. Major

test point 6 is shown having three (3) distinctwaveforms. This is be-
cause of the different ranges selectable on the display-indicator. Each
waveform shown provides the cycle time, pulse train length, pulse spacing,
maximum amplitude and the reference level.

Obtain the specific information for the following major test points.
Maximum amplitude of noise is ____________________

Indication is

#47 - +.2v                                #7 - +12 vdc

The performance of intermediate maintenance is more involved than organiza-
tional maintenance. Section IV of the MIM provides the necessary informa-
tion to maintain the radar system at this higher level of maintenance. The
technician performing organizational maintenance only had to find the
defective "black box" or major unit. Then the intermediate maintenance
technician must be able to troubleshoot each malfunction to the defective
module, stage, circuit, and component. Contained in section IV are test
point tables, troubleshooting tables, adjustments and alignments, and
assembly/disassembly procedures. The tables of test points include secondary
(table 4-1) and minor (table 4-2) test points. Secondary test points (refer
to table 4-1) are used to isolate the cause of malfunctions to defective
modules/circuit cards or networks that are a part of a major unit/assembly.
The minor test points (refer to table 4-2) are used to isolate malfunctions
within the modules or circuit cards. You will notice that the test point
tables are designed along the same order and by mastering the use of one,
the other is easy.

List the reference designator and nomenclature for secondary test point @
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